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U.S. Perfin Catalog Correction 
Bob Szymanski (LM#145) 


The following strip proves why strips should not be to correct the spelling of this company's name. 
discarded as ruined examples of what should still be Perfin L92 (C+), while a difficult to read type, still 


full covers. While no full cover may ever come to shows that the user's name is spelled correctly — Leo 
light, it is fortunate that we have this strip to be able Heilbrun Co., Inc. 
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Leo Wrilbrun Ca, Jnr. 
17-19 WEST 45TH ST. 
NEW YORK 19, N. p 





